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DEPARTMENT OF THE ARMY 
SECURITY SUPPORT DETACHMENT 
USAINSCOM, 902D MILITARY INTELLIGENCE GROUP 
FORT GEORGE G. MEADE, MARYLAND 20755 


REPLY TO 
ATTENTION OF: 


IAGPA-F-SD 6 June 1984 


SUBJECT: Request for Guidance Regarding Contracting and Human 
Use Procedures (U) 


Commander 

US Army Intelligence and Security Command 
ATTN: IASJA 

Arlington Hall Station 

Arlington, VA 22212 


1. (U) The Project Manager, INSCOM CENTER LANE Project (ICLP) 
recently reviewed the project's contracts in conjunction with 
his Contracting Officer's Technical Representative (COTR) 


responsibilities. During this review the following questions 
surfaced: 
a. Is there a requirement for the contractor to inform 


their subcontractors/consultants that the contract is with a 
Department of the Army Intelligence Activity? 


b. Are their subcontractors/consultants required to comply 
with applicable human use regulations? 


The current contract includes a statement that the contractor 
will comply with applicable human use regulations, but it places 
no requirements on subcontractors/consultants. It should be 
noted that the contract requires a product but does not 
stipulate how work is to be done. 


WARNING NOTICE: CENTER LANE SPECIAL ACCESS PROGRAM 
RESTRICT DISSEMINATION TO THOSE WITH VERIFIED ACCESS 
TO CATEGORY THREE (3) 


SENSITIVE INTELLIGENCE SOURCES AND METHODS INVOLVED 
NOT RELEASABLE TO FOREIGN NATIONALS 


CLASSIFIED BY: CDR, INSCOM 


DECLASSIFY ON: OADR 
ARMY review(s) completed. 
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2. (S/CL-3/NOFORN) ICLP is considering a testing procedure 
which would involve an ICLP participant performing personality 
and medical assessments on unwitting non-DoD affiliated 
individuals. These tests would be performed by a civilian 
contractor to document the ICLP participant's abilities. The 
objective is to test psychoenergetic collection techniques, and 
not to collect and store personal information on those 
individuals. 


5G (U) Request a review of these issues to ensure our 
compliance with all applicable DoD and DA regulations. 


BRIAN BUZBY é 


LTC, MI 
Chief, SSPD 


SEGRET 
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